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Printed by Thomas Baſket, Printer to the King's moſt Excellent Majeſty ;| | 
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Die Merrurii, 4* Marti, 1761. 


Rdered by the Lords Spiritual and Tem- 
oral in Parliament aſſembled, That 


the Addreſs of this Houſe preſented to His 


Majeſty, and His 1 8 8 moſt gracious 
Anſwer thereun to, be forthwith printed, and 
publiſhed. 


Aſhley Cowper, 
Cler' Parhamentor* 
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The Humble ADDRESS of the Right Ho- 
nourable the Lords Spiritual and Temporal 
in Parliament aſſembled. 


Die Martis, 30 Martii, 1 761 : 


eMoft Gracious Sovereign, 


a E. Your Majeſty's moſt dutiful and loyal Subjects, 

NE los 8 the Lords Spiritual and Temporal in Parliament 
t 51 Je aſſembled, return Your Majeſty our humble Thanks 
Vs 505 for Your moſt gracious damen from the Throne. 


AE 6; A The tender Concern which Your Majeſty is pleaſed 
th o} SAS to expreſs for the Rights and Liberties of Your Peo- 
ple, and for the impartial Adminiſtration of Juſtice, fills our Minds 
with the ſincereſt Gratitude. We look upon Your wiſe and ; "a 
Sentunents, concerning the Independency and Uprightneſs of the ra at 

of the Land, as the ſtrongeſt Proof of what Your Majeſty has "A 
merly declared to us, in Words the moſt affectionate that ever came 


WF 
EC 


from the Throne, That the Civil and Religious Rights of Your Sub- 


jects are equally dear to You with the moſt valuable of Your Royal 
Prerogatives. At the ſame Time, nothing can be a nobler Inſtance 
of Your true Greatneſs of Mind, than to eſteem theſe F 
as they truly are, the moſt conducive to the Honour of the Crown 


We will not fail to take into our Conſideration this important Object 
of the Continuance of the Judges, notwithſtanding any Demiſe of the 
Crown ; and to do every Thing, on our Part, to make Your Majeſty's 
public-ſpirited Intentions effectual: Happy in having an Opportunity 
to do this by Your Majeſty's free and voluntary Recommendation; 
and forming the moſt ardent Vows, that the Event, wherein the Effect 
of ſuch a Proviſion will be experienced, may, by the Goodneſs of Pra- 
vidence to theſe Kingdoms, be removed for a long Courſe of Years. 
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Permit us, on this Occaſion, to renew to Your Majeſty the moſt 
unfeign'd Aſſurances of our inviolable Dut fn affection, and to ex- 
preſs our thankful Acknowledgements. for Y our ous Approbation 
of our Proteedings hitherto. Nothing can equa Four Zeal for Your 
Majeſty's 1 a; nor ſhall any Thing be wanting, that depends 
upon us, ring this Seſſion to a ſpeedy and * VO 


ern to Your er s juſt Ann 
el 


His MA] EST v's moſt gracious ANs WER. 


My LorDs, 


1 Thank you for this very duti ful, grateful, and unanimous Addreſs, 1 
am very glad, that what I have laid before you gives you ſo much 
Sat? . n. 
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